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Message Text 

UNCLASSIFIED 

PAGE 01 GABORO 01532 120958Z 
ACTION AF- 10 

INFO OCT-OI EUR-I2 ISO-00 SS-I5 NSC-05 INR-07 CIAE-00 
SSO-00 NSCE-00 INRE-00 /050W 

017689 I2I001Z/I5 

OR I20928ZJUL77 
FM AMEMBASSY GABORONE 
TO SECSTATE WASHDC IMMEDIATE 0203 
AMEMBASSY LONDON IMMEDIATE 
INFO AMEMBASSY LUSAKA 
AMEMBASSY PRETORIA 

UNCLAS GABORONE 1532 

E.O. 11652: N/A 
TAGS: PGOV, BC 

SUBJECT: PRESIDENT KHAMA'S MEDICAL VISIT TO LONDON 

OFEICE OF THE PRESIDENT ANNOUNCED JULY 1 1 THAT THE PRESIDENT, 
ACCOMPANIED BY LADY KHAMA, DEPARTS JULY 12 FOR A MEDICAL 
VISIT TO LONDON WHERE ONE OF THE LEADS ON HIS PACEMAKER 
DEVICE WILL BE ADJUSTED. THE ANNOUNCEMENT SAID THAT THE 
PRESIDENT WAS EXPECTED TO RETURN IN ABOUT A WEEK. COMMENT: 
EMBASSY WAS AWARE THAT PRESIDENT'S PACEMAKER WAS IN NEED OF 
ADJUSTMENT; HOWEVER, WE THOUGHT THAT THE MATTER WOULD BE 
ACCOMPLISHED DURING THE RECENT COMMONWEALTH SUMMIT CONFER- 
ENCE. PERHAPS WITH TRIP TO BELGIUM AND OTHER OBLIGATIONS 
THERE WAS NO TIME. END COMMENT.NORLAND 
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